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Even for Firm III all the machines installed were indi-
genous. As such, it did not face any problem as to repairing
facilities. Because of government ban on the product produced
by this firm, it was utilising only 2 to 9% of the existing capa-
city. In 1981, the firm's total losses exceeded its total assets
(Table 4.5).
For Firm IV, all the machines were indigenous but faci-
lities were not available for repairing them. Once it suffered
on account of a break-down of machinery but that did not
adversely affect its functioning. Further, it was unable to sell
all the product it had already produced. Because of its inabi-
lity to market the product, it utilised only 25 to 30% of its
installed capacity. Therefore, it could not cover all expenses
even for a single year from 1978.
All the machines for Firm V were indigenous. It did
not face any problems regarding installation or repairs. It uti-
lised not more than 50% of its installed capacity due to work-
ing capital and raw-material shortages. However, the firm
could reduce its losses gradually and reach the break-even
level in 1982.
Even for Firm VI, all the machines were indigenous.
Repairing facilities were not available in the area of industry*
Some times the firm suffered from production losses on account
of mechanical break-down. Even then, it was utilising 70% of
its installed capacity. Due to inadequate working capital,
marketing and labour problems, it was not able to utilise its
full capacity. Still, the firm could cross the break-even level
even in 1978.
Firm VII also installed indigenous machines. It did not
face any installation problems as the owner had purchased this
unit in a working condition. Repairing facilities were available
to it. The firm was utilising 75 to 80% of its installed capa-
city. At this level of production, it crossed the break-even
level even in 1980.
Firm VIII had installed imported as well as indigenous
machinery. It did not face any problem regarding installation
of machinery. The firm had its own repairing centre and the
managing director himself was capable of undertaking repairs.